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REPLY TO : 

Auditor General Representative (APL) 
P. 0. Box 8155 
S. W. Station 
Washington, D. G. 

1 0 AUG 1965 


SUBJECT: Advisory Report for Development of Overhead 
Rate for Fiscal Year Ended 30 June 1965 
and Establishing Provisional Overhead 
Billing Rate for Fiscal Year Ended 30 June 1966 


TO : Contracting Officer 


STATINTL 


STATINTL 


1. 


A review was made of the books, records and project ed, costs 

“I to 


at 

determine the reasonableness of the overhead rate for fiscal year ended 
30 June 1985 and establishing provisional overhead billing rate for 
fiscal year ending 30 June 1966. 


2. Results of Review: 


STATINTL 


The following rates were resolved and accepted by 
"IVice President and. Treasurer: 


STATINTL 


Overhead Rate for Fiscal Year Ended 30 June 1965 

Provisional Overhead Billing Rate for Fiscal 
Year Ending 30 June 1966 


7 /; J, Co ^a-c a i^Co 


W. F. Edwards 

Auditor General Representative (APL) 
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